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265:25-1-3. Incorporated national codes and standards 

The following national codes and standards are incorporated by reference: 

(1) International Building Code and its appendices, 2006 Edition, with the following modifications: 

(A) Section 108.1 Fee Schedule: Add additional wording to read as follows: A fee for each plan 
examination, building permit, and inspection shall be paid in accordance with the following 
schedule: 

(i) Exemptions: the following entities are exempt from the fees associated with this section, 
except for archiving fees: Detention centers that require an inspection are exempt inspection 
fees and Fire Departments duly constituted and meeting the reporting requirements of the 
State Fire Marshal Agency. 

(ii) Building Plan Review: 

(I) Preliminary review (no permit issued) - $55.00 

(II) Review of plans submitted with an application for a building permit. Total permit 
fee is due at the time of submittal. 

(iii) Alteration, Renovation, Repair: 

(I) Minimum permit fee - $25.00 

(II) Rate per $1,000 of project evaluation - $2.20 

(III) Demolition fee, first story, per square foot - $.05; additional stories, each - $5.00 

(IV) Required annual inspections, per building - $20.00 

(iv) New Construction: Permit fees include the cost of a 50% and 100% on- site inspection 
and occupancy permit. Additional on site inspection caused by failure to comply with 
applicable codes or deviation from approved plans will be billed at $27.00 per hour the actual 
cost to the agency. 

(I) Minimum permit fee - $25.00 

(II) Rates where total exceeds the minimum 

a. warehouse buildings, canopies: per square foot up to 50,000 - $.08; per square 
foot over 50,000 - $.05 

b. commercial occupancy: per square foot up to 50,000 - $.08; per square foot over 
50,000 - $.05 

c. industrial buildings: per square foot up to 50,000 - $.05; per square foot over 
50,000 - $.02 

d. sprinkler plan review only: per square foot - $.01 

e. fire alarm plan review only: per square foot - $.01 

(v) Emergency Plan Review: Emergency request for short notice or emergency plan reviews 
will be billed at the actual cost of the employees involved in addition to other permit costs. 

(vi) Above Ground Fuel Storage: 

(I) Inspection and permit fee - $100.00 

(vii) Fireworks: 

(I) Class B Fireworks display permit - $75.00 

(II) Class C pyrotechnic display permit - $150.00 
(viii) Change of Use of Existing Building: 

(I) Analysis - $27.00 per hour 

(ix) Required Plan Review Fees: Fees may be waived or reduced due to plan review charges 
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